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•The above Result for SARS-CoV-2 was done by Real Time PCR Technology 
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SARS-CoV-2 (COVID-19) Test Result 


Date 27-09-2020 

Scan the code by your camera to match the result and 
Press the link 


Transaction 

# ID/Passport 

Patient Name 

Age 

Gender 

Test Date 

Result 

19420 

A10651487 

Dalia Roshdy 

24 Years 

female 

27-09-2020 

Negative 


•The above Result for SARS-CoV-2 was done by Real Time PCR Technology 
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Lab. Manager 
Dr. Saad Muhi Aref 
27-09-2020 



















